Equipment  Check  Out  Lot 


Project  Name:  Gold  King  Mine  Release 
Checked  Out  By:  


ate  of  Request:  8/9/2015 


Date  Needed: 


Taken  By/Proj.  Mgr:  Ellie  Kastner 

Signature:  

8/9/20 15  Projected  Return: 


Item  Description 


250  mL  narrow  mouth  poly  bottle 

500  mL  narrow  mouth  poly  bottle 

1 L narrow  mouth  poly  bottle 

Powderless  Nitrile  Gloves,  Ex.  Large 

Powderless  Nitrile  Gloves,  Large 

jH  Paper,  boxes  of  100,  Whatman  Type  CF,  pH  0-14  or  equivalent 

Nitric  Acid  preservative  (2mL  vial) 

Coolers, 

Geotech  Filters 


ond  sampler 


Decal  ID  # 


* O 


Date 

Returned 


b40d1862-af5d-4d4f-8a08-e6c93c888b99 


1790577 
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